FEDERAL MINE SAFETY AND HEALTH REVIEW COMMISSION

1730 K STREET NW, 6TH   FLOOR
WASHINGTON, D.C.    20006

October   1,   1986

ALLENTOWN CEMENT COMPANY,
INC. ,

Contestant

v,

SECRETARY OF LABOR,

MINE SAFETY AND HEALTH
ADMINISTRATION (MSHA),
Respondent

CONTEST PROCEEDINGS

Docket No. PENN 86-229-RM
Citation No. 2625709; 5/12/86

Docket No. PENN 86-230-RM
Citation No. 2625710; 5/12/86

Docket No. PENN 86-231-RM
Citation No. 2625712; 5/12/86

Docket No. PENN 86-232-RM
Citation No. 2625713; 5/13/86

Docket No. PENN 86-233-RM
Citation No. 2625714; 5/13/86

Docket No. PENN 86-234-RM
Citation No. 2625715; 5/13/86

Docket No. PENN 86-235-RM
Citation No. 2625716; 5/13/86

Docket No. PENN 86-236-RM
Citation No. 2625717; 5/14/86

Docket No. PENN 86-237-RM
Citation No. 2625718; 5/14/86

Docket No. PENN 86-238-RM
Citation No. 2625719; 5/14/86

Docket No. PENN 86-239-RM
Citation No. 2625720; 5/15/86

Docket No. PENN 86-240-RM
Citation No. 2625650; 5/12/86

Docket No. PENN 86-241-RM
Citation No. 2625651; 5/12/86

Docket No. PENN 86-242-RM
Citation No. 2625652; 5/12/86
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9482-0834  (Certified Mail)
